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Regale  Lily  Bulbs 


Blooming  size  1 to  l1/^  in . , . . . . . .$18.00  per  100 

% to  1 in . 10.00  per  100 

Vz  to  % in 8.00  per  100 

V2  in.  and  under 4.00  per  100 

Seedlings  ready  to  set  out 1.50  per  100 

Clean  Seed  1000  seed  1.50 

5000  seed  6.25 

10,000  and  up . 1.00  per  1000 


Cultural  directions  with  orders  when  requested. 

Dahlia  bulbs  full  line  cut  flower  varieties. 

Godfrey  Callas,  Blooming  size,  started  plants,  ready  for 
potting,  $20.00  per  100. 

Candidum  Lily  Bulbs,  planting  size,  $3.00  per  100 — 
$25.00  per  1000. 

Lyndhurst  Farm,  Inc. 

Hammonton,  N.  J. 
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